






























































































RG104 E-1 Box 162 



Custom House, Collector’s Office, 

Suspension Bridge, K Y., 


//., 18 S/o 


Collector. 


Ho. of Enclosures, 






























































NARA RG104, Entry 1, Box 162 


[Abstract:] Sends a silver dollar thinking it not genuine. 

Suspension Bridge, N.Y. 

April 11, 1890 

Director of U.S. Mint 
Philadelphia, Pa. 

Dear Sir - 

Herewith enclosed please find one silver dollar, having sent several of them here and all 
in the possession of same parts I though it possible that they were not genuine. If however this is 
a genuine dollar will you kindly inform me why the finish new milling so differs from other. 
Need very much oblige. Yours respectfully. 

C. E. Lewis 
Special Employee 
Treasury Department 



